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FOLLOWING ALPHA LISTING OF TEN COMPANIES WILL HAVE PRESEN- 
TATIONS: 

1 . COLT INDUSTRIES INTERNATIONAL, INC., FAIRBANKS MORSE 
ENGINE DIVISION, SADDLEBROOK, NJ„ MR. RAMON CASAPRIMA, 

MSME WILL SPEAK ON "DIESEL ENGINE OPERATION," A ONE HOUR 
PRESENTATION WITH 35MM SLIDES IN SPANISH. 

2. ELECTRO MOTIVE DIVISION OF GENERAL MOTORS CORP.. LA 
GRANGE, IL„ MR. BOB CLENDENING, DISTRICT MANAGER-SOUTH 
AMERICA AND MR. VICTOR MORALES, DISTRICT MANAGER-MEXICO 
WILL SPEAK ON "DIESEL PLAN APPLICATION-DESIGN CHARACTERIS- 
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TICS, ECONIMICS AND TYPICAL INSTALLATION." A ONE AND ONE 
HALF HOUR PRESENTATION WITH 35MM SLIDES AND 16MM PROJECTOR. 

PRESENTATION IN SPANISH. 

3. GENERAL ELECTRIC COMPANY WILL HAVE SIX DIFFERENT PRESEN- 
TATIONS BY SPEAKERS FROM ITS VARIOUS PLANTS AS FOLLOWS: 

GAS TURBINES IN ENGLISH (1.5 HOURS); MEDIUM STEAM COMBINED 
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CYCLE IN SPANISH (2.5 HOURS); POWER PROJECT MANAGEMENT IN 
SPANISH (1 HOUR); POWER LINE CARRIER COMMUNICATIONS IN 
SPANISH (1.5 HOURS); POWER SYSTEMS MANAGEMENT (1.5 HOUR) 

AND ENGINEERING OPERATION, SINGLE PHASE VS. THREE PHASE 
(3 HOURS). SPEAKERS NAMES FOLLOW SEPTEL. 

4. ITE WORLD TRADE CORPORATION, SPRING HOUSE, PA, MR. 

PAUL GUAGLIONE, "EXPERIENCE WITH EXTRA HIGH VOLTAGE (EHV) 

SF 6 GAS INSULATED SYSTEMS," A ONE HOUR PRESENTATION. 

SPANISH INTERPRETER NEEDED. 

5. LAPP INSULATOR, INTERSPACE CORPORATION, LEROY. NY 

HAS TWO 16MM FILMS, "COMPACTION-NEW TRANSMISSION DESIGN, 
(TWENTY MINUTES) AND RG PORCELIN INSULATORS FOR RELIABLE 
HIGH VOLTAGE POWER TRANSMISSION, (EIGHTEEN MINUTES).” 

THE LATTER ONLY IS IN SPANISH. MR. HENRY PETERS, INTER- 
NATIONAL SALES MANAGER WILL NEED INTERPRETER FOR TWENTY 
MINUTE QUESTION AND ANSWER. 

6. NATIONAL RURAL ELECTRIC COOPERATIVE ASSOCIATION 
(NRECA) OF WASHINGTON, DC. MR. JIM LAY WILL HAVE TWO 
PAPERS IN SPANISH. THE FIRST COVERS ECONOMY. STABILITY, 
RELIABILITY AND EFFICIENCY OF SINGLE PHASE DISTRIBUTION 
SYSTEM IN RURAL AREAS, WITH SLIDES AND CASSETTES. THE 
SECOND COVERS RURAL ELECTRIC DISTRIBUTION SYSTEMS. 
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NRECA ALSO WILL CONDUCT PANEL DISCUSSIONS WITH ATTENDING 
U.S. SUPPLIERS OF GENERATION AND DISTRIBUTION EQUIP 
MENT USED IN RURAL AREAS. 

7. SOLAR TURBINE DIVISION INTERNATIONAL HARVESTER 
CORPORATION OF SAN DIEGO, CA. LUIS URIARTE WILL HAVE A 
ONE HOUR SLIDE PRESENTATION ON "2.5 MW TURBINE GENERATOR 
APPLICATION" IN SPANISH. 

8. TRW CONTROLS OF TRW INC. OF HOUSTON. TX WILL COVER 
"COMPUTER BASED ENERGY MANAGEMENT SYSTEMS." FOUR SPEAKERS 
INCLUDE JOHN TERMEER, BSEE; ABIL FERNANDEZ, M.E. POWER 
ENGINEERING; DR. HOWARD DANIELS, PHD E.E.; AND JORGE 

LARCO, MSEE. SLIDE AND OVERHEAD PROJECTOR (VIEWGRAPH) 

WILL BE NEEDED FOR THIS PRESENTATION OFSEVERAL HOURS 
CONDUCTED IN SPANISH. 

9. TURBO POWER AND MARINE SYSTEMS DIVISION, UNITED TECH 
NOLOGIES OF FARMINGTON, CT. MR. MICHAEL HAINES WILL CO- 
VER "LIGHT WEIGHT GAS TURBINES MODULAR MAINTENANCE FEA- 
TURES" IN ENGLISH. 
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10. WESTINGHOUSE ELECTRIC WILL BE REPRESENTED BY MR. 

C.J. KOSIBA, LARGE ROTATING APPARATUS DIVISION, EAST PITTS- 
OURGH. PA HAS ONE HOUR SLIDE PRESENTATION OF "HYDRO TUR- 
BINE GENERATORS" AND MR. J.M. COFFIN, GENERATION SYSTEM 
DIVISION OF EDDYSTONE, PA HAS ONE HOUR SLIDE PRESENTATION 
"GAS TURBINES., ONLY KOSIBA SPEAKS SPANISH. 

11. BIOGRAPHIES AND SCHEDULES FOLLOW SEPTEL. 

12. APPROPRIATION ACCOUNT UNAVAILABLE AS ALL COSTS 
COVERED BY CASH CONTRIBUTION WHICH JIM LAY.SYMPOSIUM 
TREASURER WILL BRING TO EMBASSY FOR PAYING ALL COSTS OF 
THIS EVENT. REF B SHOWS AVAILABLE FUND UNDER UTILIZATION 
BY 50 PERCENT. 
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13. MOST SPEAKERS TRANSLATING AND REPRODUCING 100 COPIES 
OF THEIR PRESENTATION. CHRISTOPHER 
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